Iwo Fage Displays 


If you spend most of your time developing two-page layouts, complex drawings, or sophisticated 
spreadsheets, the Radius Two Page Display™ (TPD) can help alleviate the time and effort 
crunches typically associated with those types of projects. 


The TPD'’s expansive screen area enables you to solve the most complicated business models, 
intricate illustrations, and demanding publication riddles. 


And to help you be more productive on those days when you're trying to juggle multiple projects, 
the Radius TPD can arrange several windows simultaneously. That means fast, easy, and flexible 


access to all of your ongoing tasks. 


The Radius TPDs are available in 20” and 21” versions. When these monochrome displays are 
used with Macintosh Centris, Quadra, or Macintosh II family (NuBus) systems, they deliver up to 
256 levels of gray — providing you with photographic quality images. 


The TPD/20gs is an ideal display for corporate/business applications, while the TPD/21gs furn 
ishes designers and publishers with the extra workspace that translates into two full pages. Both 
the TPD/20gs and TPD/21gs are compatible with the Macintosh II, Centris, and Quadra products. 


The Low-Cost Leader in Photographicl@}t 


A 20” or 21” display Either TPD 
screen area allows you to choose the display 
best suited for your application projects. The 
TPD/20gs is most appropriate for such 
desktop business tasks as spreadsheets, 
word processing, and electronic mail. The 


1 U.S. and Canada only. Outside North America, contact 
your local supplier for warranty information. 


TPD/2igs is ideal for desktop publishing 
applications like graphic design and 
illustrations. 


Ongoing return on your investment 
Radius TPDs surpass all of the compliance 
guidelines in the EPA Energy Star Program, 
meaning you can save significant power con 
sumption and costs and extend the life of the 
display unit. This allows you to maximize the 
power and reliability of the TPDs — over a 
longer period of time, and at a fraction of the 
traditional costs. 


High resolution and refresh rate 

The Radius TPDs provide flicker-free, two- 
page views of text and graphics without forcing 
you to reduce the size of the screen or scroll 


through additional ones. This means that you 
can complete tasks in less time and with less 
effort than traditional monochrome displays. 


Built-in video compatibility 

Because a video interface card is built into 
the Macintosh, you won't need to make an 
additional investment if you connect the TPD 
to a Macintosh Centris or Quadra system. 


Links with other Radius standards 

By incorporating the TPD with Radius’ 
PrecisionColor 8XJ interface module, you can 
receive photographic-quality images in 256 
shades of gray on NuBus systems without 
built-in video. 


Unique Service/Support Programs 

On that very rare occasion when your Two 
Page Display fails, Radius will provide free 
overnight delivery and on-site replacement’, 
It's called Worry-Free Warranty, and it’s the 
foundation of Radius’ award-winning commit 
ment to customer service. Our priority is to 
deliver timely, hassle-free support programs 
that minimize downtime and maximize your 
productivity. Just dial 408/434-1012. 


radus 


[wo Page Displays Specifications 


CRT 
Display size: 
Image size: 


Phosphor type: 
Resolution: 
Horizontal frequency: 
Vertical refresh: 
Pixel density: 


Physical Attributes 
Width: 

Height: 

Depth: 

Weight: 

Tilt/Swivel: 


Controls 


Environmental 
Temperature: 
Humidity: 
Altitude: 


Regulatory Approvals 
Safety: 
RFI: 


Product Number 


TPD/20gs TPD/21gs 
20-inches diagonal 21-inches diagonal 
141 x 10.8 in 15.5 x 11.7 in 
(358 x 274 mm) (394 x 297 mm) 
PC104 PC104 

1152 x 870 pixels 1152 x 870 pixels 
68 kHz 68 kHz 

75 Hz 75 Hz 

82 dpi 74 dpi 

TPD/20gs TPD/21gs 


18.0 in (461 mm) 
15.5 in (397 mm) 
15.8 in (403 mm) 
55 Ibs (25 kg) 
Included 


90.0 in (508 mm) 
19.3 in (490 mm) 
17.1 in (432 mm) 
60 Ibs (27 kg) 
Included 


Brightness, Contrast, Power 


32° to 104° F (0° to 40° C) 
20% to 80%, non-condensing 
Sea level to 10,000 feet 


UL, CSA, TUV, GSmark 
FCC B, Canadian DOC B, CE mark, VCCI Class 2 
EN 55 0229 Class B 


Radius Two Page Display/20gs — 0436 
Radius Two Page Display/21gs — 0437 


For the Radius Authorized Reseller or Distributor nearest you, call (800) 227-2795 (U.S. & Canada only) 
or (408) 434-1010 or Fax (408) 434-0127 (International only). 


©1993 Radius Inc. Radius, the Radius logo, and all product names are trademarks of Radius Inc. Other brand and product names are trade- 
marks or registered trademarks of their respective holders. Product specifications are subject to change without notice. Part Number: DS0436. 
(11-93) Created by Radius Design using Radius IntelliColor Display/20 with a PrecisionColor Pro 24X on a Quadra 950. 


Compatibility Macintosh PrecisionColor 
Built-in Video 8XJ Support 
Support (P/N 0369) 

Quadra 950, 900, 800, 700 Yes Yes 

Quadra 840AV Yes Yes 

Centris 660AV Yes No 

Quadra 650 Yes Yes 

Quadra 610, 605 Yes No 

Centris 650 Yes Yes 

Centris 610 Yes No 

LC 475, Performa 475, 476 Yes No 

Il, Ix, Ilex, Ici, IIfx, Isi, Ivi, Ilvx No Yes 

Performa 600, 600CD No Yes 

Duo Dock (PowerBook 210, 230) No Yes 

Duo Dock (PowerBook 250, 270c) No Yes 


Built In Video Support VRAM Requirements 


Display P/N Resolution 512KB 1MB 
TPD/20gs 0436 1152 x 870 16 shades 256 shades 
TPD/21gs 0437 1152 x 870 16 shades 256 shades 


lo 


EPA POLLUTION PREVENTER 
This monitor is Energy Star compliant when used with a computer equipped with Display 


Power Management Signalling (DPMS). The Energy Star emblem does not represent 
EPA endorsement of any product or service. 


Radius Inc, 1710 Fortune Drive, San Jose, CA 95131-174 


